From: Salemi, Charles (DPH) 

Sent: Thursday, August 23, 2012 1:07 PM 

To: Corbett, Kate (DPH) 

Subject: RE: Data 


Kate, is the ASD re-submittal that had the incorrect net weight originally reported been completed and reviewed? CBS 


From: Corbett, Kate (DPH) 

Sent: Thursday, August 23, 2012 8:54 AM 

To: Gagnon, Kenneth (POL); Salemi, Charles (DPH) 

Cc: Corbett, Kate (DPH) _ 

Subject: Data for^gj^S^HHBH^HH 


Attached is the original data for 


as well as the newdatafor^^^^^^Jand HBHHi 
analyzed the remaining pbs yesterday afternoon (the unopened 2 nd pb from^^^^|^|alon^vith all 6 pbs fromj 
j§H^m I did not get any +spots or crystals. I ran all the vials on the GC/MS on the screen method, with a cocaine 
standard. They are all negative. 


analyzed the remaining pbs yesterday afternoon (the unopened 2 pb froml 


Kate Corbett 
Chemist II 
Drug Analysis Lab 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 
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